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[Public Law 410— 81st Congress] 

[Chapter 757— 1st Session] 

[H. R. 5934] 'y 
AN ACT \ j 

To amend the Second Supplemental National Defense Appropriation Act, 1943, 
approved October 26, 1942 (56 Stat. 990, 999), and for other purposes. 

Be it enacted by the Senate and Tlouse of Representatives of the 
United States of America in Congress assembled , That that portion of 
the Second Supplemental National Defense Appropriation Act, 1943, 
approved October 26, 1942, appropriating moneys to the Public Build- 
ings Administration, Federal Works Agency, for salaries and expenses, 
public buildings and grounds in the District of Columbia and adjacent 
area, and for other purposes, be amended by changing the colon to a 
comma after the word “buildings” (as set forth in line 22 of paragraph 
5, page 999, of volume 56, part l, U. S. Stat. L.), and adding the 
following : “such restrictions shall not apply, however, to ventilating 
and temperature and humidity control equipment for special labora- 
tory, scientific, and research purposes, the cost of the purchase and 
installation of which may be borne from the appropriations .of the 
particular Federal agency utilizing such equipment, but such installa- 
tions shall be subject to approval by the General Services Adminis- 
tration and subsequent to its installation the equipment shall be 
maintained and operated by the General Services Administration and 
shall remain under the custody and control of such Administration 
without exchange of funds 
Approved October 26, 1949. 
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